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ABSTRACT 


The behavior of bubbles nucleating from a glass cavity was studied 
using high speed photography. Water and ethanol were used with varying 
amounts of cavity heat at several subatmospheric pressures. 

Bubble growth, departure diameter, and frequency were found to 
depend on the fluid used, cavity heat, operating pressure and local 
convection currents. At low pressures, the departure diameter was 
strongly a on dynamic effects. This dependence affected the 
freguency-departure diameter product such that, contrary to previous 
high-pressure results, departure diameter increased with increasing 


bubble frequency. 
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Me INTRODUCTION 


With advances in technology, the desire to transfer larger amounts 
of heat over smaller areas has steadily increased. This desire has 
rather naturally lead to boiling heat transfer, a process involving 
phase changes and large scale fluid motions. While boiling has become 
an increasingly important mode of heat transfer, it is one of the least 
understood heat transfer phenomena. 

The life s bubble in nucleate boiling may be roughly divided 
into two lens. The first portion of a bubble's life is spent attach- 
ed to some surface. The bubble enters its second phase of life when 
1t separates from the surface. The concern in this work is with the 
bubble prior to separation. 

The problems of bubble growth, bubble departure diameters, and 
bubble frequencies have been studied by many investigators. The vast 
bulk of the investigations on bubble behavior has been carried out for 
boiling from heated strips: Staniszewski [l] and Cole [2]. Zuber [3] 
considered the problem of a bubble growing from an orifice. More 
recently DuBois [4] and Sowersby [5] have performed experiments to 
study bubble behavior for bubbles nucleating from glass cavities at 
atmospheric and slightly reduced pressures. 

It was the purpose of this thesis to investigate bubble behavior 
for bubbles nucleating from a glass cavity. Heat supplied directly to 
the cavity, fluids, and operating pressures were to be varied in this 
stud“. Particular attention was to be paid to bubble behavior at low 


pressures. 





Ba VECOU SÍ] ANO PROCEDURES 


E QUIE MENTE 

The central piece of apparatus used in the experimental runs was 
the glass cavity from which boiling was observed. The cavity, as shown 
in Fig. 1, was mounted on a Pyrex tube, which, in turn, was mounted on 
a ground glass socket joint. A small cavity heater was then mounted 
nin the Pyrex tube and against the cavity bottom. Appendix A 
describes the cavity, heater, and their construction. 

The cavity assembly was inserted through the bottom of the boiler 
and secüred with a ball and-soeket joint clamp. Figures 2 and 3 il- 
lustrate the boiler with a cavity in place. The boiler was approxi- 
mately nine inches high with an outer diameter of five inches. To 
facilitate a photographic examination of the cavity, with minimum 
distortion, a two-inch diameter flat glass window was mounted approxi- 
mately half way up the side of the boiler. Topping the boiler was a 
removable glass dome. The top was made removable to ease boiler clean- 
ing and filling. Fitted onto the top were two glass receptacles for 
removable thermocouple wells and a valve through which a vacuum could 
be drawn and secured. 

Surrounding the inner boiler was an oil jacket. The oil jacket 
was used to supply heat to the boiler in a manner by which convection 
currents within the boiler could be minimized and to insulate the 
boiler from ambient conditions. In conjunction with the photographic 
study, a glass window, similar to the ne window, was mounted on 
the side of the oil jacket and parallel to the boiler window. During 


all operations, the oil jacket was vented to the atmosphere through 
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the f1lling port. Dow Corning Type 200 Silicone 0il was circulated 
through the jacket via a lower inlet port and an upper exit port. 

During an oil cycle Fig. 4, the oil would flow from the jacket 
and through a single pass, tube-in-tube heat exchanger. Upon exiting 
the heater, the oil was pumped over a Fenwell All Purpose Thermoswitch 
and into the oil jacket inlet. A Variac controlled, Jabsco self- 
priming pump was used to circulate the heated oil. 

The tube-in-tube heat exchanger, or oil heater was constructed 
from a 20 inch, 1 1/4 inch OD Pyrex tube into which a smaller concentric 
tube was mounted. The heater, a 16 inch long nichrome coil, was placed 
inside the inner glass tube. Power to the oil heater was supplied and 
regulated by a Variac. The thermoswitch was mounted in series with the 
heater and Variac and set to maintain a pre-determined oil temperature. 

In many of the experimental runs, additional heat was supplied 
tich the @avity Beater. [he small power levels to the cavity heater 
were supplied and regulated through a Lambda LK 345A FM D.C. power 
source. 

The vacuun system consisted of a cold trap protected vacuum pump 
and a Kinney Measuvac pressure gage connected with tubing to the bojler 
top. In order to minimize vacuum leakage duriňg operation, all of the 
glass joints in the bojler top were fitted with Teflon sleeves. 

The temperature instrumentation attached to the boiler assembly 
consisted of three copper-constantan thermocouples. Two of the thermo- 
couples were mounted through glass wells which were placed in the boiler 
top. The boiler thermocouples, one of which was positioned in the 
vapor space, the second in the liguid, were bare junction type. The 


third thermocouple was placed within a glass well in the oil jacket. 
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Pil of the thermocouples were connected to a switch which connected 
each thermocouple to an ice junction for individual thermocouple 
readings and bucked the boiler thermocouples against each other for 

a determination of local superheat near the glass cavity. The output 
from the thermocouple switch was then read on a Leeds and Northrup 
millivolt potentiometer. 

A Fairchild Model HSH01 Motion Analysis Camera was used to take 
high speed motion pictures of bubbles nucleating from the glass cavities. 
The motion pictures were taken through the parallel glass windows on 
the oil jacket and boiler. The camera, eguipped with motors for a 
nominal film speed of 4800 frames per second, was powered through a 
Fairchild Model HS-5105B Motor Control. Direct illumination for film- 
ing was provided by a Variac controlled Colortran Light Fixture with 
a 1000 watt floodlight. 

Filming of experimental runs was made using Eastman 4-X, 16 mm, 
Panchromatic o Pilm and Tri-X, Panchromatic Reversal Film. To 
enable the camera to attain a steady speed before actual filming, a 
300 or 200 foot leader of developed film was spliced to 100 or 200 
foot length of unexposed film for each 400 foot reel. Timing tics were 
placed on the film by using a General Radio Company, Strobotac Type 
1531A strobe operated at 200 flashes per second. Figures 5 and 6 


illustrate the relative layout of the equipment. 


BE” PROCEDURE 
1. Preparation of Test Apparatus 
Prior to each series of experimental runs, the boiler was 
thoroughly cleaned with concentrated chromic acid and rinsed with 


distilled water. The purpose of the boiler cleaning was to promote 
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liquid wetting within the boiler, thereby suppressing unwanted 
nucleation sites on the boiler walls. For both the water and ethanol 
runs, this method of boiler cleaning was found to be quite satisfactory. 

The procedure for cleaning the glass cavity differed slightly 
from the procedure used to clean the boiler. The cavity and supporting 
tube were soaked and scrubbed in warm concentrated commercial glass 
detergent. The cavity assembly was then rinsed with distilled water 
and soaked in a concentrated sodium hydroxide solution. Following a 
water rinse, the assembly was soaked in concentrated chromic acid. 
After another water wash, the socket joint on the cavity assembly was 
coated with Dow Corning High Vacuum Grease. Care was taken to prevent 
the grease from contacting the glass cavity area or the glass supporting 
Rod. 

The cavity assembly was then inserted into. the boiler. The 
cavity was rotated several times to allow the vacuum grease to properly 
seal the cavity-boiler joint. 

With the cavity in place, the cavity heater was activated and 
a vacuum drawn on the empty boiler. The purpose of this procedure was 
to remove any liquid still in the cavity. Once the cavity interior 
was dry, as optically determined, the cavity heat was turned off and 
the boiler returned to atmospheric pressure. 

With the boiler at atmospheric pressure, the boiling fluid 
was poured through the vapor thermocouple port. The liquid level was 
brought to about one Inch over the cavity top. 

2. Experimental Procedure 

With the boiler filled and all thermocouples in place, a vacuun 

was drawn on the boiler, the heating oil was circulated and, if necessary, 


the 011 heater was turned on. 
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The vacuum was adjusted and maintained by continuously running 
the vacuum pump. The boiler pressure was monitored with the line 
pressure gage and controlled with a valve located between the pressure 
gage and the vacuum pump. 

Upon start up, the heating oil was circulated through the oil 
jacket and oil heater. The rate of oil flow was controlled by varying 
the speed of the oil circulating pump with a Variac. 

Heat was added to the en the Variac controlled oil heater. 
The oil heater was manually adjusted until the boiler reached the 
desired operating temperature. With the boiler at the desired temper- 
ature, the boiler vacuum was adjusted until bubbles were regularly 
nucleating from the glass cavity. The cavity heat was then adjusted 
to the desired level. The system was then operated in a steady fashion 
for five minutes. 

During the five minute steadying period, the camera was loaded 
with film and focussed on the cavity. Any necessary adjustments to the 
lamp were also made at this time. The lamp's illumination was controlled 
with a Variac and monitored with a Wollensak light meter. The illumi- 
nation was adjusted to supply the necessary light for the specific filn, 
ea era speed used, and lens opening. 

With the camera loaded and adjusted, the camera's power supply 
was adjusted for the desired camera speed, the lamp illuminated and the 
film run started. 

During film runs, a General Radio Company Strobotac was operated 
at 200 flashes per second. The strobe was directed through special 
ports in the camera body and against the edge of the film. The resulting 


timing tics on the film were used during the analysis of the film to 


obtain bubble growth-time data. 
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After a film run, the camera was cleaned of film chips and 
re-loaded. The bojler conditions were ER varied for the next 
experimental run. 

Temperature measurements were taken at regular intervals 
throughout the experimental runs. In most cases, film runs were not 
carried out until the vapor thermocouple indicated the saturation 
temperature corresponding to the vacuum gage pressure. The exception 
to this procedure occurred with ethanol boiling at medium pressures. 
The boiler dome acted as a condenser for the ethanol vapors, the level 
of condensation never reaching the position of the vapor thermocouple. 
In this case, filming was commenced when a regular stream of bubbles 
issued from the cavity. 

A further difference in the procedure between ethanol and 
water occurred during heating to desired operating conditions. For 
ethanol it was necessary to maintain boiling from the cavity as the 
boiler was a If boiling was not maintained, the cavity flooded 
and could not be re-activated. Boiling was maintained by varying the 
boiler pressure in order to maintain saturated conditions within the 
boiler. The only precaution necessary to prevent flooding of the 
cavity in water was the constant operation of the cavity heater during 
heating to the desired conditions. 

The amounts of cavity heat supplied during runs with cavity 
heat varied for water and ethanol. The cavity heat supplied to the 
cavity in water was limited to five watts, the level above which 
nucleation occurred on the outer walls of the cavity-heater assembly. 
Cavity heat for ethanol experiments was limited to nine watts by resis- 
tive losses in the heater leads. No cases of unwanted nucleation sites 


were experienced with ethanol. 
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The conditions under which experimental runs were performed 
are found in Table I. Physical properties of the fluids used are 


tabulated in Appendix B. 


TABLE 1 


EXPERIMENTAL CONDITIONS 


Pressure 
Pluid (in Hg abs) Cavity Heat Puid) T(Vapor) 
Water 7.4 0 (US SAFE TU 33006 
029 5W 182 140.9 
Ethanol S] 0 198.7 107 20 
a. 9W 1,009 DOOR 
20.4 0 136.2 Ben 
20.4 9W PAS ---- 


3. Data Analysis and Reduction 

Other than the data obtained on operating conditions during the 
experimental runs, the primary data on bubble growth was taken from 16 
mm motion picture films. The motion picture films were analyzed with 
the use of a Kodak Analyst projector. The Kodak projector has a single 
frame capability and a frame counter to aid Sm Eme determinations. For 
each frame analyzed, the bubble height from the glass cavity and the 
maximum bubble diameter were measured, as illustrated in Fig. 7. The 
cavity diameter served as a standard for bubble measurements. Time 
determinations were made by using the frame counter and a knowledge of 
the frame separations between timing aA 

An equivalent spherical bubble diameter was calculated for each 


bubble measurement taken. Cole and Shulman [6] assumed that the bubble 
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Fig. 7. Bubble Geometry 





volume is approximated by an ellipsoid having a diameter egual to the 


measured bubble diameter, and a major axis equal to the bubble height, 


or 
V = = ax’, 

where d = measured bubble diameter 

and x = measured bubble height. 


Pamequivalent spherical bubble diameter is defined as the diameter of 


a sphere having the same volume as a bubble: 


AE 


1/3 
DE = [ax2| d . 


Or 
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III. PRESENTATION AND DISCUSSION OF DATA 


A. BUBBLE CHARACTERISTICS 

The most striking difference between ethanol bubbles at all pressures 
and water bubbles is the presence of a vapor patch, Fig. 8, atop the 
glass cavity for water bubbles. The vapor patch was present for all 
cases of water boiling, despite thorough cleaning procedures and vari- 
ations in cavity heat. This vapor patch, so persistent for water, was 
never present for the ethanol experiments. The ethanol, superior to 
Water in wetting, completely wetted the cavity top. The superior wet- 
ting characteristics of the ethanol limited the solid-vapor interface 
to the cavity rim during most portions of bubble growth. Immediately 
following bubble separation, Fig. 8, the liquid-vapor interface de- 
scended into the cavity. As a result of the vapor patch in water 
experiments, no penetration was possible for water bubbles. 

The ethanol bubbles varied in shape with different operating pres- 
sures. The low pressure bubbles, as exaggerated below grew in an approx- 
imately hemispherical fashion during early growth stages. The medium 


pressure bubbles rapidly lifted off the cavity surface. 


B. GROWTH OF BUBBLES 

An examination of the bubble growth curves, as shown as plots of 
the ratio of equivalent spherical bubble diameter to cavity diameter 
vs. time in Figs. 9 and 10 seems to indicate a power low dependence of 
diameter on time. The bubble growth curves were formed by taking two 
extreme growth curves for bubbles under the same conditions. To aid 


in the comparison of growth rates, the growth curves for bubbles with 


cavity heat were plotted on the same graphs as unheated bubbles. 
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Fig. 8. Cavity Action in Water and Ethanol 
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In all of the bubbles studied, the cavity heat markedly increased 
bubble growth, increased bubble departure diameter, and increased the 
bubble frequency. The rather odd decrease of the equivalent spherical 
bubble diameter for the ethanol bubbles prior to departure is due to 
the manner in which the equivalent spherical bubble diameter was deter- 
mined. The lengthening of the bubble neck, prior to separation, tends 
to distort the bubble from an ellipsoidal geometry and to give an erro- 
neously high equivalent spherical bubble diameter. Data for departure 
diameters were taken just after bubble departure. The recently depart- 
ed bubbles lacked the errors caused by an elongated neck and did, in 
fact, resemble ellipsoids. The bubble growth curves for water, Fig. 9, 
illustrate the effects of the vapor patch surrounding the cavity, Fig. 
8. The effects are most clearly seen at the zero time points and the 
fact that the bubble diameters did not go to zero. To correct for 
these effects, the, zero time points were moved to zero diameters by 
subtracting the appropriate = at zero time from each curve prior to 
the log-log plots, Figs. 11 d 12. The wetting action of ethanol 
prevented similar effects with boiling ethanol and corrections were 
NOE RR 

When log-log plots were made of bubble growth data, Figs. 11 and 


12, the bubbles appeared to follow a power law growth of the form 


n 
DOE 


The exponent, n, was found to vary with pressure, cavity heat, and 
specific region of bubble growth as may be seen in Table II. 
According to the Plesset- Zwick and Forster-Zuber theories [8,9], 


bubble growth is of the form 


Ee 
RS CATE 
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Fig. 11. Water Bubble Growth 
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Both formulas were obtained through an energy balance describing 
the heat transfer between a growing bubble and the fluid: 


g dR 
en o GE dt | 


NT. - T 
Zuber [3,10] obtained expressions for R(t) by solving the above eguation 
for constant and non-uniform temperature fields. In each solution, an 
infinite, stagnant fluid was assumed. It was further assumed that heat 


transfer through the fluid to the bubble was via conduction which cooled 


the fluid near the growing bubble. With these assumptions 


h = k/6, 
where k is the thermal conductivity of the liquid and è the thermal 


boundary layer thickness. For conduction in a semi-infinite body, 


0 GER 
yielding 


k 2 dR 
GE (T, E oe) u se de” 


With S - me, SIAT. St most a fanct1o1 S! position, 





1/2 
R = K AT ju H 
CLP 
O 
S 1/2 
RE EIE 


Following Zuber"s work, Griffith [7] mathematically treated the 
growth of a hemispherical bubble from a constant temperature plate. 
Griffith assumed bubble growth to take place into a guiescent fluid 
with heat conducted through the liquid to the growing bubble. Griffith"s 
numerical solution to this problem was later analyzed by Staniszewski 


[1], and found to be described by an equation of the form 


32 





R = Ct”, 


n varying with time. During early stages of growth, n was found to 
be close to 1/2, then decreased to between 0.22 and 0.35. The value 
of n in the latter stages of growth was dependent upon fluid properties. 
Staniszewski's [1] experiments for water and for methyl alcohol boiling 
from a copper strip at atmospheric and elevated pressures yielded n's 
generally Ee than .50 and approaching 1.0 in early stages of | 
growth. During latter stages of growth, Staniszewski's n's decreased 
to a value of about 1/3. 

The power dependence of bubble size on time as determined by the 
present experiments is significantly larger than that predicted by the 
theories of Forster-Zuber or Griffith. The primary reason for this 
discrepancy is felt to be.due to the effects of local convection cur- 


rents set up in the boiler by side and bottom heating. (See Fig. 13.) 





Fig. 13. Cavity Convection Currents 
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A heat balance on a growing bubble vields: 


S dR 
h(T, o ee i ot de 


If natural convection is assumed in the vicinity of the bubble and if 
the cooled liquid near the bubble is constantly replaced by warmer 
fluid, then the left side of the above equation is approximately 
constant, or 

Roat: 
An almost linear dependence of bubble size upon time was found for 
water boiling at low pressure with cavity heat. Ethanol boiling at 
low pressure without cavity heat and at medium pressure with cavity 
heat also demonstrated almost linear behavior. A greater than linear 
relationship is possible if the fluid being convected past the cavity 
has a higher degree of EN than in the local! vícinity or che 
Cavity. 

A comparison of Figs. 11 and 12 shows that a marked change occurs 
in the value of n at Ds/Dc ratios between 5.5 and 6.5. It is felt 
that these abrupt changes in the slope of the log-log growth curves 
Ec due to the effects of boiler convection currents, Fig. 13. In 
the water experiments, the oil jacket was from 11°F to 14°F warmer 
than the boiler water. For the low pressure ethanol experiments, the 
reverse case was maintained with the ethanol four to six degrees 
cooler than the oil. It is felt that cooling currents from the boiler 
walls depressed the growth rate for low pressure ethanol bubbles with 
diameter ratios greater than 5.5. 

A further point to note on bubble growth is apparent from Table II. 


The exponent of growth, n, is seen to increase with the addition of 
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cavity heat and with a reduction of pressure for ethanol. The fact 
that this trend was not observed for water at low pressure with the 
addition of cavity heat was due to the presence of spurious nucleation 
sites on the heated cavity. Data obtained from DuBois [4] for ethanol 
boiling from an unheated 0.0395 inch diameter cavity at atmospheric 


pressure substantiates the trend of n with pressure. 


4 DEPARTURE DIAMETERS 

Much work has been performed in the study of bubble departure 
diameters in nucleate boiling. Fritz [11] led the studies with a 
prediction for departure diameters of static bubbles. Fritz's solution 
predicts that bubble separation will occur when surface tension forces 


equal buoyancy forces. This leads to the expression: 


JE © 
3/V_ = .01198 = , 
D i g(p,-P,,) 


If a spherical bubble is assumed, this becomes: 


D. = .02088 
d EP ì 


where B is the contact angle in degrees. 
Staniszewski altered Fritz's prediction by adding a dynamic depen- 
dence to the departure diameter. With Fritz's prediction equated to a 


Do» Staniszewski held that 


: aD 
EE DO + a =); 


dD Gap 
a being a constant and T evaluated at separation. For boiling from 
a horizontal copper strip at from one to two atmospheres, Staniszewski 


[1] found: 
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05 G 1.2 
D, = .00718 e E a + EE 
d glo "Py? dt 


An analysis of Fig. 14, a plot of the equivalent spherical diameter 
ratio at departure against the rate of growth at departure leads to: 


D 

H m d d 

D Da == 2.2535 re 046 dt E | . 
E E 


When Fritz's solution is extracted, 


2g_0 dD 
c d 
= e TE OE . 5 EE . 
D, = -625 y (1 +. 8557 ) 


BCP Py 


At reduced pressures, it is therefore found that the dynamic effects 
on departure diameter are considerably more important than Staniszewski 


found them to be at atmospheric and increased pressures. 


15) FRECUENCY-DEPARIURE DIAMETER RELATIONSHIPS 

Much has been written concerning various bubble freguency to 
departure diameter relationships. Jakob [12] presented data for boil- 
ing at atmospheric pressures and noted, over a range of diameters, that 


the fD, product was constant. Zuber [3] proposed that the fD, product 


d 


Was proportional to the bubble rise velocity. Using the results of 


d 


Peebles and Garber, Zuber found 


1/4 

fD. = 0.59 ei 

d 2 
Er 


McFadden and Grassman [13] examined previously published data and 


their own data for nucleate boiling in liquid nitrogen. They concluded 


that 
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Fig. 14. Ethanol Departure Diameter Ratios vs. Terminal 
Growth Rates 
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the product being independent of fluid properties. All of these 
formulations predict a lowering of departure diameter with an increase 
in bubble frequency. 

Figure 15, illustrates a log-log plot of the ratio of the equivalent 
spherical bubble diameter at departure to the cavity diameter versus 
bubble frequency. The line of best fit drawn through the ethanol data 
implies the relationship: 


Hy 
Dať = Constant. 


The separation of the data points for water boiling at low pressures 
from the best line through the ethanol data points indicates that the 
constant is a function of fluid properties. The data for ethanol boil- 
ing from unheated cavities at medium pressures was neglected. The 
inordinately low frequency of these bubbles was felt to be caused by 
growth into a subcooled region. 

The major implication of the negative exponent on frequency is the 
prediction that as bubble frequency increases, the bubble departure size 
also increases. 


A comparison of the Staniszewski formulations, for low pressure 


28 0 dD 

- 0.625 / ———) (14 50) 
EXP, Py 

and for atmospheric pressure, 


palo dD 
DER ODZNIE nn „45 — 4 
È B a (1 + E ja 


2 
g 1 Py? 


ethanol, 


Da 
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Water at low pressure, 0 and 5W cavity heat 
Ethanol medium pressure, 0 cavity heat 
Ethanol at low pressure, 9W cavity heat 
Ethanol at low pressure, 0 cavity heat 


Ethanol at medium pressure, 9W cavity heat 


Departure Diameters vs. Bubble Frequencies 


To 
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(1) Low pressure, 9W cavity heat 
(2) Low pressure, O cavity heat 


(3) Medium pressure, 9W cavity heat 


Fig. 16. Corrected Departure Diameters vs. Frequency-Departure 
Diameter Products for Ethanol 


HI 





dD 


indicates' an increasing dependence upon the dynamic effects, => 
dD 
as pressure is reduced. If Ta: is approximated by Daf» and the 


Staniszewski eguation re-arranged, 


28,0 
pra. 625 IO] = D : 
a HODI ai af) 
This relationship is plotted on Fig. 16. It was determined from Fig. 
T6 that 
(28,0 
Dee EDS = „04 : 
Rearranging 
28,0 
PS os — ER Se ER ds IE 
bez 
or go 
EP = 
| EE) 
f = 24.4 (1 EE EE ) : ee 
Da 


Equation (1) indicates the importance of dynamic effects at low pres- 


sures, when the D.f product is of order one. Equation (2) predicts an 


d 
increasing bubble departure size with increasing bubble frequency, a 
critical bubble departure size for nucleation and a maximum bubble 
frequency. The critical bubble departure size for nucleation was thus 
calculated to be 2.55 cavity diameters. The maximum predicted bubble 
frequency was 24.4/S. During experimental runs, no bubbles were 
observed to depart with diameter ratios less than 2.55 and no bubble 


frequencies greater than 24.4/S were observed. A further point of 


interest is that the numerator of equation 2, 


g O 

A en 
EE 

ee N 
Pa 
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is the Fritz prediction for the departure diameter. Equation (2) 
thus predicts Fritz's solution for bubbles of zero frequency. 

A physical explanation of the increasing dynamic effects with 
decreasing pressure may be found in the basic shapes of bubbles growing 
at a wall at both high and low pressures. At low pressures, rapidly 
growing bubbles have been observed to grow in a hemispherical fashion, 
Kosky [14]. Hemispherical growth would result in a net dynamic force 
countering buoyancy effects. The dynamic force would be expected to 
delay bubble departure, thus permitting the bubble to attain a greater 
size before departure. High pressure bubbles generally grow in a 
spherical manner. As the dynamic forces act to counter radial growth, 
vertical dynamic forces are partially cancelled through growth on the 


bubble bottom. Figure 17 illustrates the distributions of these forces. 
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Buoyancy Surface Tension 






Dynamic Forces 


High Pressure Bubble 


Buoyancy Surface Tension 






Dynamic Forces 


Low Pressure Bubble 


Fig. 17. Force Distributions on High and Low Pressure Bubbles 
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fy econ CLUS TONS 


Bubble growth studies indicate that vapor bubble growth can 


accurately be described by: 


The value of n being affected by pressure, cavity heat, fluid, 
bubble size, and local convection currents. 

Departure diameters at reduced pressures are more strongly 
affected by dynamic effects than are the departure diameters 
at atmospheric and increased pressures. 

At low pressures bubble departure diameter increases with 
increasing frequency. It is felt that this behavior is 
influenced by asymmetric bubble growth at reduced pressures, 
resulting in a net dynamic force which counters buoyancy 


forces. 
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V. RECOMMENDATIONS 


Investigate the behavior of various fluids, such as Freon 
and water with wetting agents. 

Carry out experiments at lower pressures than were utilized 
in these experiments. Dynamic effects should become more 
pronounced at lower pressures. 

Design a boiler that more closely e tes mathematical 
boundary conditions than did the boiler used herein. 


Study various cleaning methods necessary to promote wetting. 
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APPENDIX A - CAVITY AND HEATER CONSTRUCTION 


Mera sua ea vay ws Constructed using .02 inch ID, 3/16 inch 
OD capillary tubing. A section of the glass was sealed using a torch. 
Drawing the glass, while hot established the lower cavity geometry. 
After sealing, the bottom of the cavity section was sawed off 1/16 inch 
Bley the cavity bottom. A .10 1neh 10. 3/16 inch OD section of tubing 
was then fused to the bottom of the cavity section. This larger tubing 
was to be used 2 house the end of the cavity heater. 

At this point, the heater housing was sawed to a 1/8 inch length. 
The cavity-heater housing assembly was then slipped into a 3/16 ID, 

5/16 OD section of Pyrex tubing and fused into the tubing. To insure 

an optically smooth cavity section, the outer tubing was fused no higher 
than around the heater housing. As the cavity-heater housing was now 
attached to its supporting tube, the cavity was cut to the desired 
Wength. 

The cavity heater was constructed from a 5/8 inch length of nichrome 
wire, sanded to freely fit in the heater housing. The nichrome wire vas 
then given two coats of GE High Temperature Insulating Varnish and baked 
according to instructions. After baking, the heater rod was wrapped 
with four inches of 3 mil nichrome wire to which copper leads had been 
attached. The wrapped heater was coated with varnish and baked. The 
finished heater and one lead were slipped into a 1/16 ID glass tube and 
positioned into the heater housing with the tube. The heater was 
secured within the housing with a drop of Epoxy glue applied to the 


tip of the heater rod before positioning. The glass tube used for 


H7 





positioning was left over the heater, thus separating the copper lead 
wires and thermally insulating the heater from the cavity supporting 


tube. 


48 





ALEBO LA 5 - TABULATEON OF PHYSICAL PROPERTIES 


Property Temp. (°F) Water Ethanol 
Density Go 6212 49.0 
(1b/ft?) 190 60.6 

22 39.9 
surface 77 71.299 al: 
Tension ae Bond 
(dynes /cm) 212 58.9 


1l dyne/cm = .000184 lbs/in 


Notes: 


(a) Physical properties obtained from: The Chemical Rubber Co., 
Handbook of Tables for Applied Engineering Science, 1970. 


(b) Values interpolated from (a). 
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